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ACTION COME-OO 

INFO OCT-01 NEA-14 ISO-OO EB-11 DRC-01 RSC-01 /028 W 

126712 

R 030845Z JUN 74 
FM AMEMBASSY CAIRO 
TO SECSTATE WASHDC 6965 

UNCLAS CAIRO 3787 

E.O. 11652: N/A 
TAGS: EBAK, EG 

SUBJECT: PUBLICATION ELECTRICAL CURRENT ABROAD 
REF: STATE A-2244; CAIRO 3431 

1. AS INDICATED IN REFTEL, THERE FOLLOWS A RESPONSE 
TO STATE A-2244 ON ELECTRIC CURRENT IN EGYPT. 

A. TYPE OF VOLTAGE: 220V; 3 PHASE; 2 WIRES 
OR THREE WIRES DEPENDING ON LOCATION. 

B. FREQUENCY: 50 CYCLE 

C. NOMINAL VOLTAGE: 220V, OR 380V. NB PARTS 

OF ALEXANDRIA AND PARTS OF HELIOPOLIS IN CAIRO, HAVE 
1 10V SINGLE PHASE, 50 CYCLE. 

D. STABILITY OF CURRENT: NO STABILITY OF 
CURRENT, RANGES BETWEEN 195V TO 220V OR 360V TO 380V. 

E. TYPE OF PLUG: BOTH SQUARE AND ROUND PIN. 

F. AVAILABILITY OF ADAPTER PLUGS: ADAPTER 
PLUGS SHORT IN MARKET. 

2. EGYPTIAN AUTHORITIES PLAN WITHIN THE NEXT FIVE 

YEARS TO HAVE THE TOTAL ELECTRIC NETWORK AT 220V, 50 CYCLE. 
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